
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L, PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


3/22/11 


Andrius Knasas 

Assistant District Attorney, Suffolk County 


Dear ADA Knasas, 

Enclosed is the information you requested in regards to Commonwealth Included are 

copies of the following: 


1. Drug Analysis Laboratory Receipt. 

2. Curriculum Vitae for Annie Dookhan and Kate Corbett. 

3. Control Cards with analytical results for sample # 

4. Analysis sheets with the custodial chemist’s hand notations and test results. 

5. GC analytical data fro sample 

6. GC/MS Spectral analytical data for sample 

I, Annie Dookhan, was the custodial chemists and performed the testing and net weight for this 
sample. Kate Corbett was the confirmatory chemist and analyzed the GC/MS data. 

If you have any questions about these materials, please call me at the number below. 

Sincerely 

Annie Khan (Dookhan) 
Chemist II 
Di*ug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 






DEPARTMENT 

DRUG RECEIPT 

DESTRUCTION #_ 

District/Unit _ b’l. _ 

Name & Rank of Arresting Officer _ ID# 


cc#. 

BOOK# 
PAGE #. 



!d0 












No. Date Analyzed: 0 %- 2 . 3 ,-c.O 

City: Boston D.C.U. Police Dept. 

Officer: P.O. Roseanne Atkins-Tyler 
Def: 

Amount: Subst:VM 

No. Cont: 1 Cont: pb 

Date Rec'd: 04/21/2010 No. Analyzed: 

Gross Wi: 15.00 Net Weight: 

# Tests;^ OvS:^ 
rvwv c<2> 


Prelim: 


Findings; 


No. 


Date Analyzed^ 


City: Boston D.C.U. Police Dept. 



i.O 


Officer: P.O. Roseanne Atkins-Tyler 



Amount: 

No. Cont: 3 Cont: pb 

Date Rec’d: 04/21/2010 
Gross Wt.: 3.96 


Prelim: 


Subst: sue* 

No. Analyzed: 

Net Weight: 


# Tests: "S 




Folk OIG PRR 055712 














PRELrMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate (a- ) 
Marquis -v- 
Froehde's 
Mecke's 


PRELIMINARY TEST RESULTS 
RESULTS 
DATE 


Microcfvstaltine Tests 
Gold 

Chloride_ 

TLTA ( )_ 

OTHER TESTS 

Ts-C ^ V- _ 


GC/MS CONFIRMATORY TEST 
RESULTS 
MS 

OPERATOR _ 

DATE 

Revised 7/2005 
Folk OIG_PRR_055714 
















Data File C:\CHEM32\1\DATA\SIG1000001.D 
Sample Name; BLANK 

Acq. Operator : Seq. Line 

Acq. Instrument : DrugLab GC #2 Location 

Injection Date : 8/23/2010 1:12:00 PM Inj 

Inj Volume 

Sequence File : C:\CHEM32\1\SEQUENCE\DEFAULT,S 

Method : C:\CHEM32\l\METHODS\SCREEN.M 

Last changed : 7/27/2010 2:36:10 PM 




1 

Vial 1 


1 

1 


pA 

450 

400 ^ 

350 

300 

250 

200 

150 H 

too 

50-I 
0 


FjDIA, (SiGIOOOOOl.D) 


10 


15 


20 


25 


min 




Area Percent Report 


Sorted By 
Multiplier: 
Dilution: 
Sample Amount: 


Retention Time 
: 1.0000 

: 1.0000 

: 1.00000 [ng/ul] 


Do not use Multiplier & Dilution Factor with ISTDs 
Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 

-—I - 1 — I—H -1- j - 

1 1.087 1 BB S 7.6024164 6.26859e4 1.000e2 

Totals : 7.6024164 6.26859e4 


(not used in calc.) 


*** End of Report *** 


DrugLab GC #2 8/23/2010 1:42:00 PM 


Page 1 of 1 
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Data File C:\CHEM32\l\DATA\SIG1000002.D 
Sample Name: COKE/CODEINE STD 

Acq, Operator : Seq. Line 

Acq. Instrument : DrugLab GC #2 Location 

Injection Date : 8/23/2010 1:46:43 PM Inj 

Inj Volume 

Sequence File : C;\CHEM32\l\SEOUENCE\DEFAULT.S 

Method : C:\CHEM32\l\METHODS\SCREEN.M 

Last changed ^ 7/27/2010 2:36:10 PM 


2 

Vial 2 


1 

1 ^1 


F101 A, (SfG1000002.D) 
pAT S 
450 H T 

400 H 

350 ^ 

300 

-j 

250 ^ 

200 H 
150 
100 - 



50 

0 - 


1 


4 


— ^-“4- 


10 




T~ 

25 


mid 


Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1,0000 

Dilution: : 1.0000 

Sample Amount: : 1.00000 [ng/ul] {not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal l: FiDl A, 


Peak : 
# 

RetTime 

[min] 

Sig 

Type 

Area 

[pA*s3 

1_ _ 

Height 

[pA] 

Area 

% 

1 

1.085 

1 

BB S 

1 

6.84229e4 

6.9051164 

98.91234 

2 

7.001 

1 

BB 

327.47467 

440.85287 

0.47340 

3 

7.556 

1 

BB 

424.91888 

536.23712 

0.61426 

Totals : 



6,9175364 

7.00282e4 



*** End of Report *** 


DrugLab GC #2 8/23/2010 2:16:43 PM 


Page l of l 
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Data File CACHEM32\1\DATA\SIG1000003.D 
Sample Name: BLANK 


Acq. Operator : Seq. Line : 3 

Acq. Instrument : DrugLab GC #2 Location ; Vial 

Injection Date : 8/23/2010 2:21:28 PM Inj i 1 

Inj Volume : 1 

Sequence File ,i C:\CHEM32\l\SEQUENCE\DEFAULT.S 

Method : C:\CHEM32\l\METHODS\SCREEN,M 

Last changed : 7/27/2010 2:36:10 PM 


3 







Area Percent Report 





Retention Time 
; 1.0000 

: 1.0000 

: 1.00000 [ng/ul] 


Sorted By : 

Multiplier: 

Dilution: 

Sample Amount; 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal l: PlDl A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 

----!-|--j ——.|.-1- 

1 1.086 1 BB S 7.131S9e4 7.11350e4 1.000e2 

Totals ; 7.13159e4 7.11350e4 


(not used in calc.) 


*** End of Report *** 


DrugLab GC #2 8/23/2010 2:51:29 PM 


Page 1 of 1 
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Data File C:\CHEM32\l\DATA\SIG1000004.D 
Sample Name: HEROIN STD 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 


Seq. Line 

DrugLab GC #2 Location 

8/23/2010 2:56:12 PM Inj 

Inj Volume 

C;\CHEM32\1\SEQUENCE\DEFAULT,S 
C:\CHEM3 2\1\METHODS\SCREEN.M 
7/27/2010 2:36:10 PM 


4 

Vial 4 


1 

1 ill 


FID1A, (S!G1000004,D) 


pA : 
450 

400- 

350 

300-d 

250 

200 

150 

100 

50 

0 


CO 

o> 

a> 


0 


fO 

CN 

CO 


10 


. 15 


20 


25 


min 


Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1.0000 

Sample Amount; : 1.00000 [ng/ul] (not used in calc.) 

Do not use Multiplier 6c Dilution Factor with ISTDs 

Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 


1 1.098 1 BB S 9.31508e4 7,92861e4 99.81012 

2 8,231 1 BB 177.20702 198.87752 0,18988 

Totals : 9.33280e4 7.94850e4 


*** End of Report 


* * * 


DrugLab GC #2 8/23/2010 3:26:13 PM 


Page 1 of l 
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Data Pile C;\CHEM32\1\DATA\SIG1000005.D 
Sample Name: BLANK 


Acq. Operator ; Seq. Line : 5 

Acq. Instrument : DrugLab GC #2 Location : Vial 5 

Injection Date : 8/23/2010 3:30:57 PM Inj : 1 

Inj Volume : 1 fil 

Sequence File : C:\CHEM32\1\SEQUENCE\DEFAULT.S 

Method : C:\CHEM32\l\METHODS\SCREEN.M 

Last changed : 7/27/2010 2:36:10 PM 


1 FID1 A, (SI61000005.D) 

i p*! I 

‘“i I 

I 400 ^ j 

I 3 

350 H 


300 H 


250-^ 


200 H 


160 H 


100 H 


50 H 


0 ^—-- 

0 . 5 


-,-^- , - ^^ ^- , - , - , - ^ 

.10 ___ 1 ^_ ,_ 20 


-T-^.- 

25_mfli 


= ^ —^ —— ss : 


Area Percent 




Report 




Sorted By 

: Retention Time 


Multiplier: 

: 1.0000 


Dilution: 

: 1.0000 


Sample Amount: 

: 1.00000 

[ng/ul] 

Do not use Multiplier 

& Dilution Factor with 

ISTDs 


(not used in calc.) 


Signal 1: FIDl A, 


Peak RetTime Sig Type Area 
# [min] [pA*s] 


1 1.085 1 BB S 7.0170164 


Height Area 

[pA] % 


6.80277e4 1.000e2 


Totals : 


7.0170164 6.8027764 


*** End of Report *■** 


DrugLab GC #2 8/23/2010 4:00:58 PM 


Page 1 of 1 
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Data File C: \CHEM32\l\DA TA\SIGlQ0Q052.D 
Sample Name: 


Acq. Operator : Seq. Line : 52 

Acq, Instrument i DrugLab GC #2 Location : Vial 52 

Injection Date : 8/24/2010 6:42:58 PM Inj : 1 

Inj Volume : 1 /il 

Sequence File ; C:\CHEM32\1\SEQUENCE\DEFAULT.S 
Method : C:\CHEM32\1\METHODS!SCREEN -M 

Last changed : 7/27/2010 2:36:10 PM 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1.0000 

Dilution: : 1,0000 

Sample Amount; : 1.00000 [ng/ul] (not used in calc.) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: FIDl A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 


1 1.085 1 BB S 6.9608704 7.05383e4 99.91102 

2 7.918 1 VB 10.803^77 11.66466 0.0155-1 

3 8.228 1 BB 51.18715 55.23755 0.07347 

Totals : 6.9670764 7.06052e4 


*** End of Report *** 


DrugLab GC #2 8/24/2010 7:12:58 PM Page 1 of 1 
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Data File C;\CHEM32\l\DATA\SIG1000053.D 
Sample Name: BLANK 

Acq, Operator : Seq. Line : 53 

Acq. Instrument : DrugLab GC #2 Location : Vial 53 

Injection Date : 8/24/2010 7:17:41 PM Inj : 1 

Inj Volume : 1 pil 

Sequence File : C:\CHEM32\l\SEQUENCB\DEFAULT,S 

Method : C:\CHEM32\l\METHODS\SCREEN.M 

Last changed : 7/27/2010 2:36:10 PM 



Area Percent Report 


Sorted By : Retention Time 

Multiplier: : 1,0000 

Dilution: : 1*0000 

Sample Amount: : 1,00000 [ng/ul] (not used in calc*) 

Do not use Multiplier & Dilution Factor with ISTDs 

Signal 1: PIDl A, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s) [pA] % 


1 1.086 1 BB S 6*90250e4 6.89776e4 l*000e2 

Totals : 6.9025064 6.89776e4 


End of Report *** 


Page 1 of 1 
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DrugLab GC #2 8/24/2010 7:47:42 PM 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM7\08_26_10\740004.D 

KAC 

26 Aug 2010 10:44 

BLANK 


1 

DRUGS 

RTE 





Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


740004.D Tue Mar 22 08:40:41 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM7\08_26_10\740005.D 

Operator : KAC 

Date Acquired : 26 Aug 2010 10:57 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Aiburidance 
I 500000i 

i 4000001 

I 300000 ! 

I i 

; 200000; 

; i 

I j 

i i 

; 100000 ! 

i 04-^ 

Time“> 2.00 


Ret. Time 

Area 

Area % 

Ratio % 

6.470 

789887 

100.00 

100.00 


T!C: 7401505D . 

6147 


2 ,So''abo ibo 4.00' 4 ^ 0 ^ 5 . 00 ' 5 ^ 6 ’'6.00' aso^Too " ' "Too’ 'sso ’' o.bo ' Tsi) ’ 


740005.D Tue Mar 22 08:40:44 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q3-2010\SYSTEM7\08_26_10\740005.D 

Operator : KAC 

Date Acquired : 26 Aug 2010 10:57 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 5 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality; 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 6.47 C:\DATABASE\SLI.L 

HEROIN 000561-27-3 99 

































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM7\08_26_10\740006.D 

KAC 

26 Aug 2010 11:10 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance .. .. TFC': TAGWS'.D 



!Time-> 2.00 2.50 ' 3.00 3^50 4.00 4.50 5.00 5.50 6.00 6.50 7.66 7.50 8.00 8.50 ToO 9.50 


Ret. Time 


Area Area % Ratio % 


*-**NO INTEGRATED PEAKS*** 


Folk_OIG_PRR_055725 


740006.D 


Tue Mar 22 08:40:47 2011 


Page 1 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM7\08_26_10\740020.D 
KAC 

26 Aug 2010 14:08 

BLANK 
ASD 
1 

WDRUGS 

RTE 


Abundance ” .. .110:740020.0 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


740020.D Tue Mar 22 08:40:55 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM7\08_26_10\740021.D 

KAC 

26 Aug 2010 14:21 


ASD 
21 

WDRUGS 

RTE 


Abundance TfC:T40021.D 

6I< 

350000; i 

3000001 i 

; 250000; 

200000 i i 

: : || 

150000' ;i 


100000' 

sooooj 

; {)i.h . - . 

I 

5.99 

1 

i : 

1 i 

i \ i 

!Time-> ZOO ' 2.50 ' ' ZOO ' 

i.ho 4.00 4.50 5.00 

5.50 6.00 

’ 6.50 7.00 ' 7.bo ’ 8.00 ' 8.50 ' 9.00 ‘ 9.50 ’ 


Ret. Time 

Area 

Area % 

Ratio % 

5.988 

102964 

14.97 

17.60 

6.470 

584859 

85.03 

100.00 


740021.D 


Tue Mar 22 08:40:58 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired 
Sample Name 
Submitted by : 

Vial Number ; 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM7\08 

KAC 

26 Aug 2010 14:21 


ASD 
21 

WDRUGS 

RTE 


_26_10\740021 .D 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C;\DATABASE\PMW_T0X2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.99 C;\DATABASE\NIST98.L 

Morphinan-3,6-.alpha.-diol, 7,8-did 002784-73-8 81 
Morphinan-3,6-.alpha.-diol, 7,8-did 002784-73-8 78 
Morphinan-3,6-.alpha.-diol, 7,8-did 002784-73-8 62 


Abundance 


80; 


43 


Average dTS.gBTIo ■6;0‘3'B‘mIn.: 7411021. D“(-) 


288 


3?7 


60. 


401 


20 


81 


Ol. 

Abundance 


59 


40 6’0 60 


70 

\ 


94 


146 


215 


115 


124 


105 


70 80 90 


134 


162 


174 


204 


191 


ii: 238 


■ i .L 3^ j i j i:|, j ; i.j: ij i; , ^ I- I , I [■[I,] i . “ T ’ 252 iC ! 

JOO 110 1^0 130140J50 160 ITOlOO 190 2C0 210 220 230 240 250 260 27 0 28 0 290 360 310 3:^0 330 

in01759T Mo7^an-3:6:;aipfi3,.^io!, 7:s::ardeh7^4:5-::^” 


284 


268 


327 


80^ 


60 i 


43 


40; 


20 . 


59 70 

i i 


81 


146 


94 110124 

' 105 


162 


215 


174 
Ji: l®‘*193 


204 


i i 226 

;; 238 252 


299 


m/z-> 


.. , ... .,M — 

40 50 60 70 80 90 100 110 l20 130 140 150160 170 180 I90200210220230 240 250 2e02^’0260 290360310320330 


284 


740021 .D 


Tue Mar 22 08:40:59 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q3-2010\SYSTEM7\08_26_10\740021.D 
KAC 

26 Aug 2010 14:21 


ASD 

21 

WDRUGS 

RTF 


Search Libraries: 


PK# RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C;\DATABASE\NIST98.L 

Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


6.47 C:\DATABASE\SLI.L 
HEROIN 


000561-27-3 


99 


Abundance 


^ 43 


80 i 


60 i 


Averse .D W 


327 


40; 


20 ; 


81 


115 


146 


204 215 


162 


0/ ,-i- 


268 


310 

i 


369 


fxQ : 

T hi j - 

ijVj .M. .|,L| hjh^.ihl h:ij: 

i i 174 

i; 1 193 1 : 

i 226 

238 

253 i 

284 

I - ; I 

298 . ... h 

6'0 80 100 120 ' 140 

160 180 20O 

2^0 " 


280 ' 

' 2^0 

300 ' 320 340 360 | 


Abundance 


43 

i 


80; 


60. 


40 


20 : 


59 


81 
70 ■ 


WHEROJN 


268 


327 


204 


215 


310 

s 


369 


115 


146 


162 




740021.D 


i i 

Li, ■ 

1 ! 128 M i ' L 

i , • : . : 184 

.;■! : . ■ V:.-. : ... 

i ' 

i 226 

. i 238 

■ ! ■ . 1 , 

253 

284 

298 |l. 

341 

80 

100 120 140 160 180 

200 

220 240 

260 

280 

300 320 

340 360 


Tue Mar 22 08:40 

: 59 

2011 



Page 3 



Folk OIG PRR 055729 




















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEIVI7\08__26_10\740022.D 

Operator : KAC 

Date Acquired : 26 Aug 2010 14:33 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 1 

AcquisitionMeth: WDRUGS 
Integrator : RTF 


ftbundance . TrC:74t02Z;D 


2500: 



Iime-> ^^bo ' 3.00 ' 3.50 4.bo ’ ' 4,bo" 5.00 '"^5,50 6.00 ' ' 6.50 7.bo 7.50 8.b6 ’ 8.56 ' 9.00 9.5o 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


740022.D Tue Mar 22 08:41:10 2011 Page 1 


Folk_OIG_PRR_055730 
















Area Percent / Library Search Report 


Information fron 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

n Data File: 

F:\Q3-2010\SYSTEM7\08 26 10\740029.D 

KAC 

26 Aug 2010 16:02 

BLANK 

1 

DRUGS 

RTE 


Abundance 

iyC:T4mW.D 

1 ! 

4000| 

I i 

3000 ‘ 

:; i j 

i ■ 

2000; 

:i 1 i 

1000; } 



Tlme-> 2.6 o 2.50 3.00 

’ 3,^0 4.00 4.30 ' 5.00 5.50 6.00 S.feO ’ 7.00 ’ 7.30 3.00 8.30 9.00 9.b0 ! 


Ret. Time 

Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


740029.D 


Tue Mar 22 08:41:17 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q3-2010\SYSTEM7\08_26_10\740030.D 

Operator : KAC 

Date Acquired : 26 Aug 2010 16:15 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 30 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 
i 600000 

i 

; 500000; 

! 400000J 

I I 

i 300000; 

; 5 

! 200000i 


1000001 


0^.. ^ 

|rime-> 2.00 2,50 3,00 3.50 

4.00 4.50 ibo 

'' 5.bo' 

6.bo' ^ 6.Sb 'fob ’17.5b abo’’ 8.50 ‘ o.bo ’ 9.5o' 

Ret. Time 

Area 

Area 

% Ratio % 

6.465 

965427 

100 . 

00 100.00 


TIC; 7400'30;D‘ ' 

6j46 


740030.D Tue Mar 22 08:41:19 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q3-2010\SYSTEM7\08 26 

10\740030.D 

Operator 

KAC 


Date Acquired 

26 Aug 2010 16:15 


Sample Name 
Submitted by 

HEROIN STD 


Vial Number 

30 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 6.46 C 

:\DATABASE\SLI.L 

HEROIN 

000561-27-3 99 


Abundance' 


4p 

Ji 

60; I 

i ; 

401 ' 

201 •; 

: t 
o- Ml 


“Average of 6.4281o 6;59'2 min;: 7T01D130.1J1M 


327 


268 


369 


310 


59 


81 

70 ^ 94 

i ^ 105 

I , I '' ' ' ' 


204215 


116 


146 


128 


162 
I 174 


ii'M. I’: 


185 




226 236 253 


284 


295 ;i 


341 352 


Nz-> 40 60 8b 100 120 ' 140 l60 180 ’ 260 220 '^40 280 2^0 300 320 340 ' 3^0 

^^undance ' ' .Iff: TIERUI?^' 


: 4p 


I 


80i 


60 i 


40 j 


20i 


268 

! 


327 


81 


215 
204 i 


310 


369 


59 


70 


94 


115 


128 


! i '174 

J ! ii. i 184 


226 


: j i N i ; , ' , , .i E i ,,i. . 


238 253 


284 

: 298 , 

.,- T - 


341 


‘m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


740030 .D 


Tue Mar 22 08:41:21 2011 


Page 2 
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